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PACIFIC GROVE, CALIFORNIA 

Top left to bottom right: A carpet of ice plant located 
along the Lover's Point section of Pacific Grove. 
Wintering Monarch butterflies alight on shrubbery. 
Downtown Pacific Grove. The Point Pinos Lighthouse, 
the oldest operating lighthouse along the California 
Coast. 
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